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St. Paul’s Cathedral—The Nave and Chancel. The 

Cathedral of St. Paul, London, is a great triumph of 
architecture—the work of one mind, that of Sir Christopher 
Wren, one master mason, and completed under one Bishop. 
First stone laid June 21st, 1675, and the Choir was opened 
for service Dec. 2nd, 1697. The Reredos was completed in 
1888, and the iron gates shown in the picture were designed 
by Tijou, and came from the now extinct furnaces of the 
Sussex Weald. The picture on the. right-hand wall is by 
the celebrated artist, G. F. Watts, R.A. 
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St. Paul's Cathedral—The Nave and Chancef' ‘The 

Cathedral of St. Paul, London, is a great triumph of 
architecture—the work of one mind, that of Sir Christopher 
Wren, one master mason, and completed under one Bishop. l 
F irst stone laid June 21st, 1675, and the Choir was o^eyied-T JJ 
for service Dec. 2nd, 1697. The Reredos was completed in 
1888, and the iron gates shown in the picture were designed 
by Tijou, and came from the now extinct furnaces of the 
Sussex Weald. The picture on the right-hand wall is by 
3Jted artist, G. F. Watts, R. A. 
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